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BATTALION CHIEF MALKIN: The date is December 
12, 2001. It's 1417 hours. This is Battalion 
Chief Malkin of the safety battalion. 

I am conducting an interview with Firefighter 
ist Grade Steve Ferriolo, Engine 207. We are at 


the quarters of 207. There is nobody else in the 


room. 
Q. The interview begins right now. 
A. On the morning of September 11, we responded 
to the trade tower at approximately -- oh, it was just 


before the second plane hit, because I noticed as we 
were going over the Manhattan Bridge both towers were 
burning. 

We arrived over on West Street, just south of 
Liberty Street a little after nine o'clock. At that 
time, the members and the officer grabbed their 
roll-ups, the standpipe kit, and reported in to the 
command post. That was the last time I saw them. 

That's basically it. I don't know what they 
were assigned to do. A few hours after that, I went 
around looking for them. I came upon two different 
command posts. They had no knowledge that 207 was 
there. 


I found out there was a third command post 
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that got -- was caught in the collapse, so they 
probably reported in to that one. The two that I did 
find did not know that they were even there. 

Q. Where were the two that you did find? 

A. Might have been on Broadway. One was here on 
Broadway . 

BATTALION CHIEF MALKIN: He's looking at the 
map. He's looking at Broadway and John Street. 

Q. Dey Street or John Street, that's the first 
one? 

A. Yeah, around there. The other one was over 
here on west. 

Q. On West Street near the north walk bridge? 

A. West Street, right, West. 

Q. You checked those two out, and then there was 
a third one? 

A. When I went to the second one, they told me 
that there was a third one that got caught in the 
collapse. So they probably reported in to that one. 
Like I said, I don't know what their assignment was, 
which tower they were assigned to go into. 

Q. Okay. 

A. This was later on in the day, like two 


o'clock in the afternoon. 
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Q. What did you wind up doing with the pumper? 
Did you hook up or you just stood where you were? 

A. Well, when we first arrived, I hooked up as 
they were bringing in their roll -- you know, they took 
their roll-ups, their equipment, and they went to 
report in to the command post. I was hooking up on 
West Street just south of Liberty. 

Q. West and Liberty, good. 

A. Like I said, that was the last time I saw 
those guys. 

Later on during the day, we moved the pumper 
onto Liberty, and we would be relayed water by the 
marine unit. We set up our manifold, and there were 
units taking water off our manifold during the day, and 
that's where it stayed for a few days after that. 

Q. Your manifold -- what is a manifold? 

A. The satellite. 

Q. Oh, the satellite, okay. 

A. We had the satellite with us. 

Q. Perfect, okay. 

How was the water pressure? Well, from the 
marine company, it was good. 

A. Marine yeah. 


Q. Marine is good. 
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A. After the second tower fell, we lost all 
hydrant water in the area. 

Q. Right. 

A. So then we had to bring in marine to pump in 
whatever 3 1/2 lines we had coming in off the marine 
boats. That was the only water supply we had. 

Q. Did you stay in that area pumping and so 
forth until late in the day? 

A. Mid afternoon I started walking around 
looking for them. I did the whole perimeter. It was 
three, four, five o'clock in the afternoon. I came to 
realize that -- you know, that they weren't around. 

Q. How did you get home from the scene? What 
time did you leave? 

A. About eleven o'clock at night. I left the 
pumper with a fireman that came in from Staten Island. 
He was manning the pumps. I came back, and I caught a 
ride with one of the other firemen that came in from 
home in his truck. 

Q. Do you remember hearing any specific things 
on the handie-talkie? I know Channel 1 was crazy. 

Do you remember any orders? Anything 
specific? Anything unusual? 


A. After the second tower collapsed, there was a 
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lot of Maydays, casual Maydays. No, nothing out of the 
ordinary. 

Q. Do you remember hearing anything before the 
tower -- were you guys there before the towers 
collapsed? 

A. Yes. 

Q. Do you remember hearing any specific orders 


to companies? Go here, do that, anything like that? 


A. No, no. 
Q. Do you remember -- 
A. Not that I can remember. I'm sure there 
was. 
Q. Yes. 
Do you remember now -- can you place any 


other companies where they were operating? 
Can you place any members, friends of yours, 

other firemen? 

A. No, like I said, because the towers are -- 
our rig was two or three blocks away. 

Q. Okay. 

A. That's where I stayed. 

Q. Yes. 

A. I don't know even where the command post was, 


who they reported in to, and what they were assigned to 


Ferriolo 


do. I visually couldn't see where they went. 
I don't even know where that command post 
was. I would imagine it was near the towers. 
Q. Yes. That's about it? 
A. Yeah. 
BATTALION CHIEF MALKIN: This concludes the 
interview with Fireman Ferriolo of Engine 207. 
The time is now 1423 hours, and I thank you 


again for the interview. 


